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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 002067 

73 

ORIGIN COME-00 

INFO OCT-OI NEA-IO ISO-00 EB-07 AID-05 /023 R 

DRAFTED BY COM/BIC/CAGNE/CLOUSTAUNAU 
APPROVED BY EB/OCA/CM/LKLIEFORTH 
COM/BIC/CAGNE/PHALE 

115213 

R 060007Z JAN 76 
FM SECSTATE WASHDC 
TO AMEMBASSY CAIRO 

UNCLAS STATE 002067 

E.O. 11652: N/A 

TAGS: BEXP, EG 

SUBJECT:WATER SUPPLY AND WASTE WATER TREATMENT FACILITIES 
FOR CAIRO, ALEXANDRIA, HELWAN 

1. USDOC/CAGNE HAS RECEIVED INQUIRIES FROM SEVERAL COMPAN- 
IES RE SUBJECT PROJECTS. NOTICES HAVE APPEARED IN 
INDUSTRY NEWS REPORTS AND REQUEST FOR PROPOSAL HAS BEEN 
RECEIVED BY AT LEAST ONE COMPANY FOR CAIRO WASTE WATER 
TREATMENT FACILITY. 

2. THESE PROJECTS ARE OUTLINED IN MINISTRY OF HOUSING AND 
RECONSTRUCTION, PROGRAMME OF RECONSTRUCTION AND DEVELOPMENT, 
JUNE 1973, COPY OF WHICH IS AVAILABLE TO BUSINESSMEN IN 

USDOC. REQUEST EMBASSY FORWARD ANY OTHER AVAILABLE INFOR- 
MATION, INCLUDING COPIES OE RFP'S IF POSSIBLE. KISSINGER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE002067 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/CAGNE/CLOUSTAUNAU 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760003-0348 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 83/aaaacvof. tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: castelsl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 JUL 2004 by barnescd>; APPROVED <13 AUG 2004 by castelsl> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ATER SUPPLY AND WASTE WATER TREATMENT FACILITIES FOR CAIRO, ALEXANDRIA, HELWAN 
TAGS: BEXP, EG 
To: CAIRO 
Type: TE 
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